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draft of guidelines for the laboratory use of chemical substances posing a
potential occupational carcinogenic risk.

Finally, the U.S. Department of Transportation (DOT) controls the
shipping of chemicals and their transport on any type of public facility,
including a private vehicle using public roads. These regulations also affect
the transport of chemicals as part of a disposal process.

3. GOALS OF A LABORATORY SAFETY PROGRAM

An important objective of this report is to provide guidance to all
laboratory workers who use chemicals, so that they can perform their
work safely. Experience has shown, especially in industry, that the
laboratory can be a safe workplace. This record, however, has been
achieved only through vigorous safety programs. The goals of a laboratory
safety plan should be to protect from injury those working in the
laboratory, others who may be exposed to hazards from the laboratory,
and the environment.

LABORATORY WORKERS AND STUDENTS IN INSTRUCTIONAL
LABORATORIES

Each individual working in a laboratory should be informed about safety
in connection with that particular laboratory and the work going on there.
This includes all research staff, faculty, postdoctoral fellows, technicians,
teaching assistants, and students. No responsible investigator would
knowingly conduct research in a manner that jeopardized anyone's health
or safety.

SUPPORT PERSONNEL

The stockroom personnel, maintenance personnel, technical assistants,
animal care personnel, persons transporting chemicals, and others in the
vicinity of the laboratory may also be exposed to potential physical and
chemical hazards in connection with work going on in the laboratory.
They should be informed about the risks involved and educated about how
to avoid potential hazards and what to do in the event of an accident.

THE ENVIRONMENT

Chemicals must be disposed of in such a way that people, other living
organisms, and the environment generally are subjected to minimal harm
by the substances used or produced in the laboratory. Both the laboratory